From: Corbett, Kate (DPH) 

Sent: Tuesday, March 06, 2012 1:03 PM 

To: Saunders, Della (DPH) 


Tavares.Brewinatontaiusdoi.aov 

Kate Corbett 
Chemist II 
Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 
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